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SUBJECT: PERUVIAN COMMUNIQUE ON CHILEAN NOTE REGARDING 
OUTLET TO THE SEA FOR BOLIVIA 

REF: LIMA 10607 

1. THE GOP MINISTRY OF FOREIGN RELATIONS PUBLISHED DECEMBER 
25 A COMMUNIQUE CONCERNING THE CHILEAN NOTE ABOUT A 
POSSIBLE OUTLET TO THE SEA FOR BOLIVIA. THE FOLLOWING IS 
EMBASSY'S INFORMAL TRANSLATION, AND THEN TEXT OF COMMUNIQUE. 

2. BEGIN TEXT OF INFORMAL TRANSLATION: OFFICIAL COMMUNIQUE 
NO. 012-75 OF THE TMINISTRY OF FOREIGN RELATIONS OF PERU. 

THE GOVERNMENT OF CHILE BY MEANS OF NOTE NO. 685, 

DATED DECEMBER 19, HAS OFFICIALLY COMMUNICATED TO THE 

GOVERNMENT OF PERU THAT THE GOVERNMENT OF BOLIVIA HAS FORMULATED 

A SUGGESTION DESIGNED TO FIND A SOLUTION TO THE PROBLEM OF 

ITS LAND-LOCKED STATUS. SINCE THE BOLIVIAN SUGGESTION 

REFERS TO THE TERRITORY OF ARICA, THE GOVERNMENT OF 

CHILE HAS INFORMED THE GOP ABOUT IT, TAKING INTO CON- 
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LIMENTARY PROTOCOL 
TO THE 1929 TREATY OE LIMA. 

THE REVOLUTIONARY GOVERNMENT OE THE ARMED EORCES 
OE PERU WILL SUTDY WITH GREATEST INTEREST THE NOTE RE- 
CEIVED FROM THE GOVERNMENT OE CHILE, IN ACCORDANCE WITH 
THE PROVISIONS OE THE DECLEARATION OF AYACHUCHO AND THE 
POSITION ESTABLISHED BY THE REVOLUTIONARY GOVERNMENT OF 
THE ARMED EORCES OE PERU CONCERNING THE PROBLEM OE BOLIVIA'S 
LAND-LOCKED STATUS. 

LIMA, DECEMBER 22, 1975. END TRANSLATION. 

3. BEGIN SPANISH TEXT: COMUNICADO OFICIAL NO. 012-75 
DEL MINISTERIO DE RELACIONES EXTERIORES DEL PERU. 

EL GOBIERNO DE CHILE, MEDIANTE NOTA NO. 685 DE 
EECHA 19 DE LOS CORRIENTES, HA COMUNICADO OEICIALMENTE 
AL GOBIERNO DEL PERU QUE EL GOVIERNO DE BOLIVIA LE HA 
EORMULADO UN PLANTEAMIENTO ORIENTADO A ENCONTRAR UNA 
SOLUCION AL PROBLEMA DE SU MEDITERRANEIDAD. 

COMO EL PLANTEAMIENTO BOLIVIANO ESTA REEERIDO AL 
TERRITORIO DE ARICA, EL GOBIERNO DE CHILE HA INEORMADO AL 
RESPECTO AL GOBIERNO DEL PERU, TENIENDO EN CONSIDERACION 
LO DISPUESTO EN EL PROTOCOLO COMPLEMENTARIO AL TRATADO DE 
LIMA DE 1929. 

EL GOBIERNO REVOLUCIONARIO DE LA FUERZA ARMADA DEL 
PERU ESTUDIARA CON EL MAYOR INTERES LA NOTA RECIBIDA 
DEL GOBIERNO DE CHILE, DE CONEORMIDAD CON LO EXPRESADO 
EN LA DECLARACION DE AYACUCHO Y DE LA POSICION FIJADA 
POR EL GOVIERNO REVOLUCIONARIO DE LA FUERZA AMRMADA DEL 
PERU FRENTE AL PROBLEMA DE LA MEDITERRANEIDAD DE 
BOLIVIA. 

LIMA, 22 DE DICIEMBRE DE 1975. 

OSCAR R. EAURA T., DIRECTOR DE RELACIONES PUBLICAS 
Y PRENSA. END TEXT. 
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